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Inspection Detail 

Case Status: CLOSED 
Inspection: 1041719.015 - Cargill Salt 


Inspection Information - Office: Ca Oakland 

Nr: 1041719.015 

Report ID: 0950614 

Open Date: 
02/12/2015 



Cargiii Salt 





7220 Centrai Avenue 

Newark, CA 94560 

Union Status: Union 



SIC: 





NAICS: 311942/Spice and Extract Manufacturing 
Maiiing: 7220 Centrai Avenue, Newark, CA 94560 




Inspection Type: 

Accident 




Scope: 

Partiai 

Advanced Notice: 

N 


Ownership: 

Private 




Safety/Heaith: 

Safety 

Ciose Conference: 

04/14/2015 




Ciose Case: 

07/08/2015 


Reiated Activity: 

Type 

ID 

Safety 

Heaith 


Accident 

963881 




Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

other 

Unclass 

Total 

Initial Violations 

1 





1 

Current Violations 

1 





1 

Initiai Penaity 

$22,500 

$0 

$0 

$0 

$0 

$22,500 

Current Penaity 

$18,000 

$0 

$0 

$0 

$0 

$18,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 


# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1. 

01001 

Serious 

4184(B) 

04/15/2015 

04/30/2015 

$18,000 

$22,500 

$0 

05/19/2015 

F - Formai Settiement 
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